Air'Conditioned 

El F e n I X 

CAFE and BALLROOM 

Specializing in Genuine Mexican Foods 
1608 McKinney Avenue — Central 0524r 
DALLAS. TEXAS 

• Delicious tamales/ chile, enchiladas, tacos 

• Serve American and Seafood also 

• Music by Mexican Orchestra 

• Free parking lot across the street 

• Never close. Open 24 hours 

• Combined seating capacity 700 
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